TABLE 2.1 Ground-Water Use and Withdrawals in the United States in 1975
Use
Withdrawals
(billions of gallons per day)
Public Supplies Rural Use
Domestic
Livestock Irrigation Industrial
Thermoelectric power
Other TOTAL
11.0
2.7
1.2
57.0
1.4 10.6 83.9
SOURCE:     Murray and Reeves   (1977)ear, were withdrawn in 1975 (Murray and Reev< 1977) . That amount is 20 percent of the total annual withdrawa] both surface and ground water. As shown in Table 2.1, irrigati< far the major use of ground water, accounting for almost 70 pen total withdrawals. Public water supply and industrial use accoi most of the remaining 30 percent.
